The  12  panels  comprising  the  AAural  History  of  the 
Church  of  the  Brethren  were  painted  during  the 
period  1944-1949  by  AAedford  D.  Neher.  Each  panel 
is  5V2  feet  high  and  15  feet  long.  The  giant  painting 
is  housed  in  the  Quinter-AAiller  Auditorium  at  Camp 
Mack,  Milford,  Indiana. 
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